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MEMORANDUM FOR: HQ, USAF 

AFCXG-5 


Copy or 

’14 


25X1 


SUBJECT 


Oxygen Equipment Requirements - 


25X1 


1. The Article oxygen system is presently being 
modified to accommodate 2600 PSI. Equipment for initial 
testing and servicing only is as follows: 

48 ea. - 8120-803- 4467 - Bottle, Argon Gas, 

6000 PSI 


25X1 

i 


25X1 

25X|1 


I 


3 ea. - 2330-540-2620 - Trailer, Gas Cylinder, 

MB- 2 or equal 

2. Complete requirements to support the modified 
system after it has been tested will be furnished at a 
later date. 


3. Requisitions for the above items have been forwarded 
to Mr. Douglas AFLC, 


Please expedite supply of the above to be in position 

as soon as possible. Your assistance in this 


matter will be appreciated. 


FOR THE DEPUTY DIRECTOR (RESEARCH) 


BY: SffiHEI 


(14 . 
Diet : 


/ 


n 1963) 



JACK C ^ LEDFORD 
Colonel USAF 


CY 1 - ADDEE 

2 - AD/OSA 

3 - MD/OSA 

4 - RIB/OSA 
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